d)   Chisel a 2 inch x 2 inch groove in the ends

of the logs on each side of the windows.  Also gouge a hole into the
top and bottom logs on each side, 3 inches deep at the top and 1 1/2
inches deep on the bottom.

e)   Cut a 2 inch x 2 inch board 2 1/2 inches

taller than the window opening and set it into the trench.  Nail it in
place with 20d nails.

f)   Replace window frames, sashes, and trim.
Nail the frame to the opening on all sides to secure the wall logs.

g)  Remove all loose chinking.

h)  New moss chinking should be jammed into all
cracks and holes between logs.

3)  Walls  (Porch):

a)    Remove loose chinking and fabric from all
walls.

b)   Remove nails that attach horizontal logs to
splines.

c)   With both the sill timbers and the plate

logs replaced the corner post should be tight.  Toenail it at the top
and bottom with I6d nails.

d)   Renail splines to posts and main cabin log
ends.

e)   Check top logs {under eave and plate logs)

to see that they are the right size.  If too large, trim down the top
for a tighter fit.  If too small remove and replace with a larger log.

f)   Renail logs to splines.

g)   New moss chinking should be jammed into all
cracks and holes between the logs.

4)  Floors:

a)   Remove existing floor boards and stringers.

b)   Excavate level with the bottom of the sill
timbers.

c)   Dig  a  trench  4  inches  to  6  inches
north-south in the center of the floor.
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 of the eave with a 6 inch lap on the sides and 6 inch laps
